PETANT OM CPPTCEP HS DIMTES TH PTCARNS TH SAAT PES PE APH 


WAPTTM JONSON ~ #70 


then Lea Harvey Cewald was sot in the tasement of tre oity hall Sunday, 
Noverber 9). 1963 T was off dvety. To wes at my home all dey on this date. 
T was sleo off duty Korday, November 25. 1 returned to duty st 8:00 am on 


Tue sdsy, November 26, 1963. 


